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THE ELECTRIC FURNACE
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FIG. 97.—Girod steel furnace.l in shape than the usual series-arc furnace, although the same symmetry has been obtained by Keller in a series-arc furnace having four electrodes. The Girod furnace has, however, the complication of having a composite hearth.
